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U.  P.  SENIORITY  ROSTER 

ENGINEERS  AND  FIREMEN 
5th  and  6th  District,  Wyoming  Division 


McCann,  Bernard  P.  . 

Engineer 

. .  10-30-98 

Firemen 

7-13-94 

Atwell,  Marshall  M.  . 

. .  9-30-02 

9-  4-99 

Hanson,  Hans  . 

. .  3-  7-03 

10-  2-98 

Brown,  Walter  H.  . 

..  7-18-03 

3-  1-98 

Lane,  Henry  . •* - 

. .  8-  6-03 

11-  4-99 

Kinkor,  Charles  . 

. .  8-18-03 

5-13-00 

Hansen,  Alfred . 

. .  3-28-06 

8-27-01 

White,  Hugh  L.  . 

. .  3-30-06 

8-27-00 

Nottage,  Harry  J.  . 

. .  3-31-06 

12-21-01 

Weick,  Max . 

. .  7-19-06 

6-29-02 

Christensen,  Carl  . 

. .  8-28-06 

9-  2-02 

Gattis,  Edgar  N.  . 

. .  11-  6-06* 

10-  9-02 

Howard,  Albert  . . . . . . 

. .  11-  6-06 

1-  9-03 

Davis,  Dave  G . .  •  •  •  • 

. .  11-21-06 

11-17-02 

Byan,  Horatio  G.  . 

6-27-03 

Gibson,  Claude  W.  . 

•  ; 

..  11-22-06 

7-  1-03 

Nottage,  Albert  E.  . 

• .  9-  8-07 

8-  5-04 

Marshall,  William  E.  . 

- .  9-  9-07 

9-29-04 

Meyer,  John  F . 

. .  9-18-07 

6-26-05 

Konold,  Herbert  . 

. .  .11-13-09 

2-18-03 

Konvalin,  Edward . 

..  11-13-09 

6-22-05 

Cunningham,  Bernard  J.  . 

..  11-13-00 

6-25-05 

Coolican,  James  C.  . . 

7-31-05 

White,  John  P.  . 

..  10-15-10 

4-  4-06 

Dawson,  Charles  . • 

..  10-15-10 

6-28-06 

Soper,  Loren  S.  . 

•  8-  8-06 

McCutcheon,  Alexander  . 

..  10-15-10 

9-20-06 

Martin,  Arthur . . 

..  11-  2-13 

8-24-07 

Barber,  Bert  C.  . . . . 

. .  11-  2-13 

9-  5-07 

Warner,  Robert  M.  . 

Hired 

Broderick,  Ralph  C.  . 

..  11-25-15 

10-14-07 

Hansen,  Peter . . . 

..  7-19  16 

8-12-08 

Nottage,  William  H.  . 

..  7-19-16 

8-12-08 

Giesler,  Frank  J. . 

6-29-09 

McMullen,  Lee  . 

..  9-11-16 

8-  8-09 

Little,  John  H.  . 

8-  9-09 

Maring,  Jake  •• . 

..  10-13-16 

10-17-09 

SENIORITY  ROSTER 

ENGINEERS  AND  FIREMEN 
5th  and  6th  District,  Wyoming  Division 

(Continued) 


Rhea,  Thomas  C . 

Rogers,  John  T. . 

White,  Walter  R. . 

Wahl,  Wilhelm . 

Crosby,  Henry  L.  ... 
Davidson,  Arnold  .... 

White,  John  A. . 

Grunden,  Howard  E. 

Johnson,  Axel  B. . 

Hodgell,  William  J.  . . . 

Cotton,  Martin  P . 

Greene,  Marshall  A.  . . 

Ames,  Grant  J. . 

Blomgren,  Alfred  J.  . . 
McQuilkin,  James  F.  . 
Alberts,  Charles  S.  •  • . 
Mayhew,  Jesse  M. 
Stephens,  William  P.  . 

Davis,  Nathan . 

Struble,  Leland  V . 

Cotter,  Floyd  W.  . 

Hofferber,  Henry . 

Hanson,  Eric  G.  . 

Krafczik,  John  P . 

Roush,  Charles  L.  .... 
Edwards,  Harry  G.  .  •  • 

Wall,  George  E.  . 

Ulrich,  Charles  F . 

Wares,  John . 

Elsie,  John  . 

Crout,  Aleck  P. . 

Smith*  John  N.  . 

Peckenpaugh,  Percy  L. 

Harris,  Clyde  C. . 

"  Moore,  Edward  J.  .... 
Walker,  Ade  . 


Engineer 

Fireman 

10-13-16 

12-  1-09 

11-12-16 

Hired 

11-24-16 

8-  1-10 

11-24-16 

8-12-10 

11-29-16 

10-14-10 

11-29-16 

11-  3-10 

3-16-17 

9-21-11 

3-17-17 

10-13-11 

3-18-17 

10-23-11 

8-27-17 

2-20-12 

8-27-17 

2-20-12 

8-29-17 

8-  6-12 

8-29-17 

8-12-12 

9-13-17 

10-  4-12 

9-13-17 

2-  1-13 

9-16-17 

7-  8-13 

9-16-17 

7-12-13 

9-16-17 

7-27-13 

10-23-17 

Hired 

12-28-17 

9-15-13 

12-28-17 

10-  6-13 

12-28-17 

10-  7-13 

12-28-17 

10-14-13 

6-10-18 

11-  9-11 

6-24-18 

9-11-12 

6-25-18 

.  11-  4-13 

7-  4-18 

11-11-13 

7-  8-18 

1-20-14 

7-  9-18 

8-  9-14 

7-  9-18 

8-  9-14 

7-15-18 

7-20-15 

8-15-20 

5-21-12 

8-15-20 

8-  4-14 

8-15-20 

8-  7-14 

8-22-20 

7-14-15 

8-22-20 

7-20-15 

SENIORITY  ROSTER 

ENGINEERS  AND  FIREMEN 
5th  and  6th  District,  Wyoming  Division 

(Continued) 


Engineer 

Fireman 

Knudsen,  Otto . 

. . .  9-  3-20 

8-15-15 

White,  John  H. . 

9-11-15 

Caveny,  Mac  P. . 

9-22-15 

Schwab,  Leonard  . 

. ..  10-  7-20 

9-24-15 

Orrell,  James  ’. . 

. ..  10-  7-20 

9-30-15 

Babbitt,  George  O.  . 

• 10-  7-20 

10-  7-15 

Huletz,  Fred  . 

. ..  10-  8-20 

6-25-16 

Baumgardner,  Earl  S.  • . . 

. ..  10-22-20 

8-11-16 

Bolton,  George  C.  . 

8-16-16 

Tompkins,  Clarence  F.  . . . 

. ..  11-25-20 

8-16-16 

Simpkins,  Oscar  C.  . 

8-30-16 

Salter,  Harry  C . 

. ..  11-26-20 

9-14-16 

Jones,  Elmer  . 

11-24-15 

Krafczik,  Joseph  F . 

7-14-16 

Berger,  Oscar  L . 

. ..  10-20-22 

9-21-16 

Lisenby,  Homer  . 

• 10-20-22 

10-19-21 

Dieu,  Leon  D. . 

10-25-16 

Weibel,  Hubert  . 

...  10-20-22 

10-26-16 

Spelts,  Warren  B.  . 

. ..  10-21-22 

11-15-16 

Hisey,  Clarence  H . 

..  10-22  22 

11-15-16 

Conover,  Roy  . 

11-30-16 

Jain,  Caryl  B.  . 

. .  10-22-22 

1-  7-17 

Leiber,  George  R.  - . . . . 

3-  6-17 

Hardigan,  Frank  P . 

.  • .  10-23  22 

6-  2-17 

McConnell,  Albert  . 

6-  7-17 

Lundgren,  Raymond . 

• 10-24-22 

6-  8-17 

Wilks,  John  E . 

6-14-17 

Kinsolving,  George  C . 

6-30-17 

Hewes,  Joseph  P.  . 

7-19-17 

Bunn,  William  H.  . 

7-27-17 

Minard,  John  . 

7-27-17 

Stalker,  David  F.  . 

8-  5-17 

Randall,  John  A.  . 

8-  3-17 

Gust,  Leo  L.  . 

9-  1-17  ' 

Murray,  John  G.  . . . 

9-15-17 

Joy,  Dewitt  J . . 

10-26-17 

SENIORITY  ROSTER 

ENGINEERS  AND  FIREMEN 
5th  and  6th  District*  Wyoming  Division 

(Continued) 


Engineer 


Marron,  Pete  J .  10-11-25 

Small,  Edward  F .  9-16-28 

Larson,  Ole  W .  10-  6-28 

Shepherd,  John  A.  .  11-  6-28 

Fisher,  Floyd  D .  7-  3-29 

Flohr,  John  V .  7-  4-29 

Iverson,  Maurice  .  7-  5-29 

Schumacher,  Leo  N .  7-  5-29 

Stalker,  Louis  C .  7-  8-29 

Macllroy,  Arthur  G. . . .  7-21-29 

Funk,  John  Lu  . 7-22-29 

Houts,  Frank  L.  .  7-24-29 

Delaplaine,  John  H.  .  8-  5-29 

Hauck,  Kenneth  .  8-10-29 

Deweese,  Lewis  S.  . 8-19-29 

Burrows,  Lee  .  8-20-29 

Hooker,  Floyd  C.  .  9-  5-29 

Hooker,  Isaac  H.  . . .  9-  6-29 

James,  George  L.  .  9-  7-29 

Hoare,  Stephen  J.  .  9-27-29 

Mulch,  Lewis  F.  .  1-10-37 

Fallin,  Robert  H.  .  1-10-37 

Walcott,  William  H.  .  7-21-37 

Wright,  Ralph  S.  .  8-  1-37 

Walker,  Lewis  P.  .  10-  1-37 

Callicotte,  Robert  E.  .  10-  2-37 

Claver,  John  T.  . .  10-  3-37 

Thompson,  Bert  C.  .  11-  5-37 

Estes,  Clarence  C.  . 

Porter,  Thomas  H.  .  11-21-37 

Cole,  Earl  L.  . . .  5-16-38 

Soper,  Sidney  j.  . 10-17-40 

Beck,  Daniel  F.  .  10-25-40 

Haggard,  Thomas  R. .  10-27-40 

Sims,  Levi  .  12-13-40 

Rains,  Virgil  E.  .  12-22-40 


Fireman 

11-  2-17 

11- 22-17 

12- 11-17 

1-  9-18 

2- 22-18 

3- 27-18 

4-  2-18 
4-17-18 

6-  3-18 
8-27-18 

12-23-19 
8-  7-20 

8-  7-20 

9-  3-20 
9-  6-20 
9-11-20 
9-30-20 
9-30-20 

10-14-20 
10-16-20 
10-20-20 
10-  8-21 
10-18-21 
10-19-21 
9-  8-22 
9-12-22 
9-13-22 
10-25-22 
10-27-22 

7- 27-23 
7-27-23 
9-  7-23 
9-  8-23 
9-21-23 

10-  7-23 
10-  8-23 


SENIORITY  ROSTER 

ENGINEERS  AND  FIREMEN 
5th  and  6th  District,  Wyoming  Division 

(Continued) 


Walsh,  Homer  D. 
Sarchet,  Verne  T.  . . . 
McDonald,  Dewey  A. 
Krause,  John  E. 
Hardekopf,  William  • 
Black,  Volney  E.  ... 

Elder,  George  T . 

Piepergerdes,  Glen  G. 

Wood,  Buford  C . 

Snyder,  Dewey  W.  • . 

Brubaker,  Jack  . 

Brown,  Carvel  W. 
Nelson,  Loyal  F. 
Liebau,  Gilbert  L.  . . . 
O’Connell,  Ivan  B.  . . 
Phillips,  Thomas  H.  . 
Henderson,  John  L.  . 

Love,  Fred  O . 

Halfhill,  Charles  H.  . 
Ballew,  Robert  T. 
Otterman,  Clarence  A. 
Dunn,  Benjamin  F.  . . 
Osbourne,  Carl  E.  . . 
Sandberg,  Dar  G.  . . 

Elliott,  Harold  L . 

Baker,  Frank  E . 

Gillespie,  Samuel  D. 
Merrick,  Gerald  M.  . 
Fanning,  Wood  E.  . . . 
Hayden,  Samuel  W.  . 
Fritchey,  Theodore  R. 
Maxfield,  Paris  M.  . . 
Collins,  Robert  G.  . . . 

Bugg,  Floyd  O.  . : - 

Hopkins,  Ray  L.  - 

Biggs,  John  H . 


Engineer 

Firemen 

.  12-25-40 

6-26-25 

.  12-26-40 

10-  5-25 

.  7-14-41 

10-  6-25 

•  7-18  41 

10-16-25 

11-  4-25 

7-26-41 

7-21-26 

.  7-29  41 

7-25-26 

•  8-  1-41 

7-26-26 

■  8  2-41 

7-29-26 

•  8-  2-41 

8-  1-26 

•  8-  2-41 

8-  2-26 

•  8-  3-41 

8-  8-26 

.  8-22-41 

9-  3-26 

•  8-23-41 

9-  7-26 

.  8-24-41 

8-29-27 

.  8-24-41 

8-31-27 

■  8-24-41 

8-26-28 

8-25-41 

9-25-28 

•  8-25-41 

9-30-28 

■  8-27-41 

10-  2-28 

•  9-  5-41 

10-28-28 

.  9-  8-41 

7-  4-29 

9-10-11 

8-  1-29 

9-11-41 

8-  7-29 

•  9-11-41 

8-  8-29 

9-12-41 

8-  8-29 

•  9-12-41 

8-10-29 

9-15-41 

8-13-29 

.  9-16-41 

8-13-29 

•  10-25-41 

8-17-29 

.  10-26-41 

8-23-29 

.  10-26-41 

8-23-29 

•  10-26-41 

9-  2-29 

11-  1-41 

9-16-29 

11-  2-41 

9-16-29 

11-  9-41 

9-27-29 

SENIORITY  ROSTER 

ENGINEERS  AND  FIREMEN 
5th  and  6th  District,  Wyoming  Division 

(Continued) 

Engineer  Firemen 

O’Connell,  John  B.  .  11-15-41  9-27-29 

Johnston,  Kenneth  B.  .  11-16-41  9-28-29 

Snook,  Lloyd  A .  11-17-41  10-  3-29 

Young,  Floyd  E.  .  10-18-35 

Davis,  Robert  Z.  .  7-25-36 

Stalder,  Roy  M .  7-25-36 

Hays,  Orval  L.  . .  7-26-36 

Gashler,  Francis  .  7-26-36 

Gay,  Orville  W.  . 7-27-36 

Wakefield,  Ernest  G.  .  8-  1-36 

Johnson,  Albert  J .  8-  2-36 

Pickard,  Richard  W.  .  8-  2-36 

Bushey,  James  E. .  8-  2-36 

Rehorn,  Clarence  E .  8-  2-36 

McDonald,  Bert  L .  8-  3-36 

Helm,  Howard  E.  .  8-  3-36 

Maddock,  Gilbert  T .  10-17-36 

Porter,  Harry  A .  10-17-36 

Randall,  Charles  E.  .  10-18-36 

Sandberg,  Roy  W.  .  10-20-36 

Sandberg,  Lane  R.  .  10-20-36 

Rasmussen,  Julian  V.  .  10-20-36 

Gilbert,  Eugene  L.  .  10-26-36 

Cordiner,  Roger  P.  . 10-26-36 

Emmons,  David  B .  12-20-36 

Orrell,  James  R.  .  12-23-36 

Metzler,  William  C.,  Jr.  .  1-17-37 

Rucker,  Willard  F .  1-17-37 

Woods,  Charles  D.,  Jr.  . 1-17-37 

Metzler,  Robert  F.  .  1-17-37 

Walcott,  Harold  S.  .  1-17-37 

Forney,  Kenneth  L.  . 1-17-37 

Moody,  Carl  R.  .  1-19-37 

House,  Rayburn  .  1-19-37 

Schumacher,  Eugene  J.  .  1-20-37 

Johnson,  Hurd  I. .  1-21-37 


SENIORITY  ROSTER 

ENGINEERS  AND  FIREMEN 
5th  and  6th  District,  Wyoming  Division 

(Continued) 

Engineer  Firemen 

Bush,  Gilbert  F .  1-22-37 

Rosenkrans,  Randall  R. .  1-23-37 

Johnson,  Willard  D.  .  1-23-37 

Hicks,  Elzy  M.  .  2-13-37 

Lees,  Frank  R .  8-  6-37 

Campbell,  James  L.  .  9-23-37 

Cotton,  Albert  W.  .  9-23-37 

Vass,  John  E.  . 9-23-37 

Penny,  William  H.  . 9-23-37 

Luthy,  Frank  G. .  9-23-37 

Braman,  Donald  J.  .  9-23-37 

Wright,  William  H. .  9-23-37 

Larson,  Donald  L .  9-23-37 

Roll,  John  N.  .  9-23-37 

Breazeale,  Melvin  S .  10-  2-37 

Thompson,  Daniel  W.  .  10-  2-37 

Steers,  George  W .  10-  2-37 

Ames,  Roger  J.  .  10-  2-37 

Hubbard,  Jack  .  *  10-  3-37 

Winchell,  Everett  L. .  10-7-37 

Engen,  Lynn  A.  .  10-  7-37 

Woods,  Harold  L .  10-  7-37 

Gillette,  Jack  L .  10-  7-37 

Waters,  Louis  F.  . . .  10-  7-37 

Heckart,  Gleed  A .  10-12-37 

Nelson,  Nels  A .  '  10-12-37 

Hetherington,  Harry  H .  10-14-37 

James,  George  N.  .  10-31-37 

Paige,  Richard  C .  10-31-37 

Cooper,  LeRoy  B.  .  10-31-37 

George,  Richard  B .  10-31-37 

Luoma,  Jack  W .  10-31-37 

Richards,  Vernon  L .  11-  3-37 

Brown,  Zane  T.  . :.  H_  3.37 

Stafford,  Charles  .  10-15-39 

Callicotte,  William  F. .  10-15-39 
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2 '01  "to 
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2 '00" 

2 '40" 

3 '20" 

4 '00" 

4 '40" 

5 '20" 

1"- 

41"— 13 

l'21"-25 

2 '01  "-3  8 

2'41"-50 

3'21"^63 

4'01"-75 

4'41"-88 

2"-  1 

42"— 13 

l'22"-26 

2 '02  "-3  3 

2'42"-51 

3'22"-63 

4'02"-76 

4'42"-88 

3"-  1 

43"-13 

1  '23  "—26 

2'03"-38 

2'43"-5l 

3 '23  "-63 

4'03"-76 

4'43"-88 

4"-  1 

44"-14 

1  '24  "—26 

2 '04  "-39 

2'44"-51 

3 '24  "-64 

4 '04  "-76 

4 '44  "-89 

5"-  2 

45"-14 

1  '25"— 27 

2'05"-39 

2'45"-52 

3 '25  "-64 

4 '05  "-77 

4 '45  "-89 

6"-  2 

46"— 14 

l'26"-27 

2'06"-39 

2 '4  6  "-52 

3 '26  "-64 

4'06"-77 

4'46"-89 

7"-  2 

47"— 15 

l'27"-27 

2'07"-40 

2'47"-52 

3'27"-65 

4 '07  "-77 

4'47"-90 

8"-  2 

48"-15 

l'28"-27 

2'08"-40 

2'48"-52 

3'28"-65 

4'08"-77 

4'48"-90 

9"-  3 

49"— 15 

l'29"-28 

2'09"-40 

2'49"-53 

3'29"-65 

4'09"-78 

4'49"-90 

10"-  3 

50"— 16 

l*30"-28 

2'10"-41 

2'50"-53 

3'30"-66 

4'10"-78 

4'50"-9I 

11"-  3 

51"— 1 6 

l'31"-28 

2'11"— 41 

2'51"-53 

s^r'-ee 

4 '11  "-78 

4'51"-91 

12"-  4 

52"-16 

l'32"-29 

2'12"-41 

2 '52  "-54 

3'32"-66 

4'12"-79 

4'52"-9l 

13"-  4 

53  "—17 

l'33"-29 

2'13"-42 

2'53"-54 

3'33"-67 

4'13"-79 

4 '53  "-92 

14"-  4 

54"— 17 

1  '34"— 29 

2'14"-42 

2'54"-54 

3'34"-67 

4 '14  "-79 

4'54"-92 

15"-  5 

55"— 17 

l'35"-30 

2'15"-42 

2 '55  "-55 

3 '35  "-67 

4'15"-80 

4'55"-S2 

16"-  5 

56"-17 

l'36"-30 

2'16"-42 

2'56"-55 

4'16"-80 

4'56"-92 

17"-  5 

57"— 1 8 

l'37"-30 

2'17"-43 

2'57"-55 

3'37"-68 

4'l7"-80 

4 '57  "-93 

18"-  6 

58"-18 

1  '38"— 3 1 

2'18"-43 

2'58"-56 

338"-«8 

4'18"-8t 

4'58"-93 

19"-  6 

59"-18 

1'39"-31 

2 '19  "-43 

2  59 "-56 

3 '39  "-68 

4'19"-81 

4'59"-93 

20"-  6 

1'00"-19 

1'40"-31 

2'20"-44 

3'00"-56 

3'40"-69 

4'20"-81 

5 '00' '-94 

21"-  7 

1  '01  "—19 

1  '41  "—32 

2 '21  "-44 

3 '01  "-57 

3 '41  "-69 

4 '21  "-82. 

5'01"-94 

22"-  7 

1'02"’-19 

l'42"-32 

2 '22  "-44 

3 '02  "-57 

3 '42  "-69 

4 '22  "-82 

5 '02  "-94 

23"-  7 

l'03"-20 

1  '43"— 32 

2 '23  "-45 

3'03"-57 

3'43"-70 

4^  "-82 

5 '03  "-95 

24"-  7 

1'04"-20 

l'44"-32 

2'24"-45 

3 '04  "-57 

3'44"-70 

4 '24  "-82 

5 '04  "-95 

25"-  8 

l'05"-20 

l'45"-33 

2 '25  "-45 

3'05"-58 

3'45"-70 

4'25"-83 

5 '05  "-95 

26"-  8 

1'06"-21 

1  '46"— 33 

2'26"-46 

3'06"-58 

3'46"-7l 

4'26"-83 

5'06"-96 

27"-  8 

1'07"-21 

1  '47"— 33 

2'27"-46 

3 '07  "-58 

3'47"-71 

4'27"-83 

5'07"-96 

28"-  9 

1'08"-21 

1  '48"— 34 

2'28"-46 

3'08"-59 

3'48"-71 

4 '28  "-84 

5'08"-96 

29"-  9 

l'09"-22 

1  '49"— 34 

2'29"-47 

3'09"-59 

3'49"-72 

4 '29  "-84 

5 '09  "-97 

30"-  9 

1  '10"— 22 

l'50"-34 

2'30"-47 

3'10"-59 

3'50"-72 

4'30"-84 

5'10"-97 

31"-10 

I'll  "-22 

1  '51  "—35 

2'31"-47 

3'll"-60 

3'51"-72 

4 '31  "-85 

5'll"-97 

32"— 20 

l'12"-22 

1  '52"— 35 

2'32"-47 

3'12"-60 

3 '52  "-72 

4'32"-85 

5'12"-97 

33"-10 

l'13"-23 

1  '53  "—35 

2 '33  "-48 

3'13"-60 

3 '53  "-73 

4^3  "-85 

5 '13  "-98 

34"— 1 1 

1  '14"— 23 

l'54"-36 

2'34"-48 

3'14"-61 

3'54"-73 

4'34"-86 

5 '14  "-98 

35"— 1 1 

1  '15'  '—23 

l'55"-36 

2'35"-48 

3'15"— 61 

3'55"-73 

4'35"-86 

5'15"-98 

36"-ll 

l'16"-24 

l'56"-36 

2'36"-49 

3'16"-61 

3'56"-74 

4'36"-86 

5*16"-99 

37 "—1 2 

1  '17"— 24 

1  '57"— 37 

2 '37  "-49 

3 '17  "-62 

3 '57  "-74 

4 '37  "-87 

5'l7"-99 

3S"— 12 

l'18"-24 

l'58"-37 

2'38"-49 

3'18"-62 

3'58"-74 

4'38"-87 

6'18"-99 

39"— 1 2 

l'19"-25 

1  '59"— 37 

2'39"-50 

3'19"-62 

3'59"-75 

4'39"-87 

5'19"-100 

40"— 12 

1  '20"— 25 

2'00"-37 

2'40"-50 

3 '20  "-62 

4'00"-75 

4'40"-87 

5'20"-100 

5 '21"  to 
5'40" 


5'21"-100 

5'22"-101 

5'23"-101 

5'24"-101 

5'25"-102 

6'26"-102 

5'27"-102 

5'28"-102 

5'29"-103 

5'30"-103 


5.'41"  to 
6'00" 


5'41"  107 
5'42"-107 
5'43"-107 
5'44"-107 
5'45"-108 
5'46' -108 
5'47"-10S 
5'48"-109 
5'49"-109 
5'50"-109 


6'01"  to 
6'20" 


6'0r'-113 
6'02"-113 
6  03"— 1 13 
6'04"-114 
6'05"-114 
6W-114 
6'07"-115 
6'08"-115 
6'09"-115 
6'10"-116 


6'21"  to 
6'40" 


6'21"-119 
6'22' -119 
6'23"-120 
6'24"-120 
6'25"-120 
6'26"-121 
6'27"-12l 
6'28"-121 
6'29"-122 
6'30"-122 


6'41"  to 
7'00' 


6'41"-125 
6'42"-126 
6'43"-126 
6'44"-126 
6'45"-127 
6  46"-127 
6'47"-127 
6'48"-127 
6'49"-128 
6'50"-128 


7'01"  to 
7 '20" 


7'01"-132 

7'02"-132 

7'03"-132 

7'04"-132 

7'05"-133 

7'06"-133 

7'07"-133 

7'08"-134 

7'09"-13* 

7'10"-134 


7'21"  to 
7'40" 


7'21"-138 

7'22"-138 

7'23"-138 

7'24"-139 

7'25"-13« 

7'26"-139 

7'27"-140 

7'28"-140 

7'29"-140 

7'30"-141 


7'41"  to 
8 '00' 


7'41"-144 

7'42"-144 

7'43"-145 

7'44"-145 

7'45"-145 

7'46"-146 

7'47"-145 

7'48"-146 

7'49"-147 

7'50"-147 


5  '3 1 "—  1 03 
5'32"-104 
5l'33"-104 
6'34"-104 
5  35"-105 
5'36"-105 
5'37"-105 
5'38"-106 
S'39"-106 
5'40"-10e 


5'51"-110 
5'52"-110 
5'53"-110 
5'54"-lll 
5 '55  "-111 
5'56"-lll 
o'57"-112 
5'58"-112 
5  '59  "—112 
6'00"-112 


6'11"-116 
6'J2"-1 16 
6'13"-117 
f.l4"-117 
6'15"-117 
6'16"— 1 17 
6'17"-1 18 

6'18"-118j 

6'19"-118 

6'2Q"-119 


6'31"-122 
6'32  122 

6'33"-123 
6'34"-123 
6'35"-123 
6'36"— 124 
6'37"-124 
6'38"-124 
6'39"-125 
6'40"-125 


6'51"-128 
6'52"-l?9 
6'53"-129 
6'54"-129 
6'55"-130 
6'56"— 1 30 
6'57"-130 
6'5S"-131 
6'59"-131 
7  '00"— 131 


7'11"-135 

7'12"-135 

7'13"-i35 

7'14"-136 

7,15"-135 

7'16"-136 

7'17"-137 

7'18"-137 

7'19"-137 

7'20"-137 


«  04  — 1 

7'33"-142 
7'34"-142 
7'35"— 142 
7 '36"- 142 
7'37"-143 
7'38"-143 
7'39"-143| 
7'40"-144 


7'51"-147 
7'52"-147 
7'53"-148 
7  '54"— 148 
7'55"-148 
7'56"-149 
7'57"-149 
7'58"-149 
7'59"-150 
8'00"-150 


Overtime 

Accrues 


Distance  After 
Miles  Hours 

100 .  8:00 

101  .  8:05 

102  .  8:10 

103  .  8:14 

104  .  8:19 

/ 105 . 8:24 

106  .  8:29 

107  . 8:34 

108  .  8:38 

109  .  8:43 

110  .  8:48 

111  .  8:53 

112  .  8:58 

113  .  9:02 

114  .  9:07 

115  .  9:12 

116  .  9:17 

117  .  9:22 

118  .  9:26 

119  .  9:31 

120  .  9:36 

121  .  9:41 

122  .  9:46 

123  .  9:50 

124  .  9:55 

125. . 10:00 

126  . 10:05 

127  . 10:10 

128  . 10:14 

129  . 10:19 

130  . 10:24 

131  . 10:29 

132  . 10:34 

133  .  .10:38 


Overtime 


Distance 

Miles 

134  . 

135  . 

136  . 

Accrues 

After 

Hours 

. 10:43 

. 10:48 

. 10:53 

137 . 

. 10:58 

138 . 

. 11:02 

139 . 

. 11.07 

140 . 

. 11:12 

141 . 

. 11:17 

142 . 

. 11:22 

143 . 

. 11:26 

144 . 

. 11:31 

145. . 

_ 11:36 

146 . 

11:41 

147 . 

. 11:46 

148 . 

. 11:50 

149 . 

. 11:55 

150 . 

. 12:00 

151 . 

. 12:05 

152 . 

.  12:10 

153 . 

. . 12:14 

154 . 

. 12:19 

155 . 

. 12:24 

156 . . 

. 12:29 

157 . 

. 12:34 

158 . 

12:38 

159... . . 

. 12:43 

160 . 

. . 12:48 

161 . . 

. 12:53 

162 . 

. 12:58 

163 . 

. 13:02 

164 . 

. 13:07 

165 . 

. 13:12 

166 . 

. 13:17 

167 . 

. 13:22 

Overtime 

Accrues 

Distance 

After 

Miles 

Hours 

168 . 

. 13:26 

169 . 

. .13:31 

170 . 

. 13:36 

171 . 

13:41 

172 . 

. 13 :46 

173 . 

. 13:50 

174 . 

. 13:55 

175 . 

. 14:00 

176 . 

14:05 

177 . 

. 14:10 

178 . . 

. .14  ;14 

179 . 

14:19 

180 . 

14:24 

181 . 

. 14.29 

182 . 

. 14 :34 

183 . 

. 14:38 

184 . 

. 14:43 

185. . 

. 14:48 

186 . 

14:53 

187 . . . 

14:58 

188 . 

. 15:02 

189 . . 

. 15:07 

190 

15:12 

191 . 

15:17 

192 . 

15:22 

193 . 

. 15:26 

194 

. 15:31 

195 . 

. 15:36 

196 _ 

_ 15:41 

197 _ _ 

. 15:46 

198 . 

. 15:50 

199 . 

. 15:55 

WYOMING  DIVISION 

New  Rates  of  Pay  for  Enginemen 
December  1,  1941 


Engineers 


Engine  Numbers 


Firemen 


Pass  Local 

Thru 

Thru 

Local  Pass 

7.93 

9.43 

8.91 

130-143-400-477 

7.08 

7.48 

6.38 

8,02 

9.60 

9.08 

478-499-700-150-158 

(350)  (201) 

7.11 

7.51 

6.46 

7.76 

9.00 

8.48 

900-1200-1216 

6.55 

6.95 

6.06 

7.85 

9.18 

8.66 

1220-1243-1250-1289 

6.79 

7.19 

6.22 

7.93 

9.43 

8.91 

1300-1369-4400 

6.95 

7.35 

6.38 

8.10 

9.77 

9.25 

1900-1949 

7.28 

7.68 

6.54 

8.10 

9.77 

9.25 

2200-2300-2400-2500 

2100 

7.34 

7.74 

6.89 

7.93 

9.43 

8.91 

2800-2859-1369-4400 

6.95 

7.35 

6.38 

8.02 

9.60 

9.08 

2861-2864-2865-2867 
2869-2870-2872-2873 
2879-2883-2890-2895 
2899-2900-2904-2906 
2910-2911-3114-3122 
3131-2898  ' 

7.34 

7.74 

.6.46 

7.93 

9.43 

8.91 

2860-2909 

7.34 

7.74 

6.38 

7.85 

9.18 

8.66 

3300-3337 

6.75 

7.19 

6.22 

8.91 

11.05 

10.53 

3500-3900-3600 

3700-4000 

8S 

TM 

8.46 

7.26 

8.27 

10.07 

9.55 

5040  to  5089  inc. 

8.08 

6.62 

8.19 

9.92 

9.40 

5000  to  5039  inc. 

7.43 

7.83 

6.54 

8.19 

9.92 

9.40 

All  800  and  7002 

7.43 

7.83 

6.89 

8.10 

9.77 

9.25 

7000-7040 

7.34 

7.74 

6.89 

8.36 

10.28 

9.76 

All  9000 

7.75 

8.15 

6.70 

Switch  Engines 

8.70 

1900-2200-2100 

7.07 

8.53 

200-300 

6.95 

8.36 

4343-4349 

6.83 

8.53 

4350-4494-4600 

6.95 

7.76 

8.48 

Deadheads 

6.55 

6.06 

9.08 

Snow  Plows 

7.11 

Streamliner  Rates 
Effective  December  1,  1941 

Engineer — Dist.  Rate 

Cheyenne  to  Laramie .  $404.76 

Laramie  to  Rawlins  . $381.60 


Fireman — Dist.  Rate 

Cheyenne  to  Laramie .  $327.96 

Laramie  to  Rawlins  .  $309.60 

Streamliner  Units 

8.10  10001  6.54 

8.36  10002  6.70 

8.44  10004-CD-5-6-7  6.78 

L.A.  1-2-3  S.F.  1-2-3 

8.61  •  L.A.  5-6-M-7-1-2  6.94 

7.76  Motor  Car 

Hostler  Rates 

Main  Line  Hostler  .  7.47 

Head  Hostler  . 7.18 

Ordinary  Hostler  . 6.83 

Helper  .  6.27 


SENIORITY  ROSTER 

ENGINEERS  AND  FIREMEN 
5th  and  6th  District,  Wyoming  Division 

(Continued) 

Engineer  Fireman 

Burdette,  Jack  M.  . 10-15-39 

Ames,  Robert  S. .  10-15-39 

Harris,  Laurel  J.  .  10-15-39 

Braman,  Alvin  P.  .  10-16-39 

Johnson,  John  P .  10-16-39 

Hooker,  Randolph  F .  10-16-39 

Garrett,  Raymond  K.  .  10-17-39 

White,  Richard  V . 10-17-39 

Hendershot,  Fred  A .  10-17-39 

Pictor,  William  J .  10-18-39 

Cordiner,  James  E.  .  11_  3-39 

Sampier,  Frank  D.  .  11-  3-39 

Bacus,  George  O.  . .  11-  4-39 

Hamilton,  Howard  F. .  6-18-41 

Fancher,  Albert  V .  6-18-41 

Beckstead,  Stanley  G.  .  6-18-41 

Crout,  Miron  P.  .  6-19-41 

Hardigan,  Wayne  E. .  6-19-41 

Wille,  Louis  E .  6-19-41 

Bowman,  James  C.  .  6-19-41 

Elliott,  Robert  W.  .  6-19-41 

Leiber,  Gerald  N.  .  6-20-41 

Anton,  Raymond  E .  6-21-41 

Rucker,  Jack  .  6-21-41 

Krafczik,  Donald  W.  .  6-22-41 

Olsen,  Harold  G.  .  6-24-41 

Jones,  Edward  G .  6-24-41 

Maxfield,  Walter  J .  6-25-41 

Harris,  Frank  S .  6-25-41 

Allen,  James  M .  6-25-41 

Wamhoff,  Vernal  G.  .  6-25-41 

Stevenson,  William  E.  .  6-25-41 

Dunkin,  Jack  .  6-26-41 

Waters,  Robert  B.  .  6-26-41 

Sellers,  William  L .  6-26-41 

Jackson,  Louis  H .  6-27-41 


SENIORITY  ROSTER 

ENGINEERS  AND  FIREMEN 
5th  and  6th  District,  Wyoming  Division 

(Continued) 


i 

I 

Bush,  David  A.  . 

Rote,  Calvin  G. . 

Bannister,  John  L.  . . . 

Story,  Robert  W . 

Fanning,  Hugh  L. 
Woods,  Robert  A. 

Jones,  Robert  C . 

Hackney,  Earl  J . 

Reed,  Irving  F . 

Bruckert,  Everett  C.  . 

Ogren,  Floyd  W. . 

Lawyer,  William  R.  . . 

Anthis,  George  E. - 

McGill,  Vernie  J . 

McGee,  Robert  L . 

Coleman,  Virgil  W.  .  • 
Rottman,  Clarence  H. 

Croco,  Joseph  J . 

Wilkinson,  John  H.  . . 

Burkey,  Floyd  J.  - 

Stapelman,  Virgil  J.  . . 
Corbridge,  Jack  M.  . . . 

Howe,  Milo  S.  . 

Armstrong,  Warren  J. 

James,  William  P . 

McGahuey,  Kenneth  O 
Moore,  Benjamin  F.  . 
Merritt,  Leslie  R.  .... 

Price,  John  G.  . 

Dawson,  Raymond  L. 
Stanek,  Walker  A.  ... 
Connelly,  James  H.  . . 

Noel,  John  J . 

Lentz,  Ernest  L . 

Connally,  Charles  D.  . 
Doherty,  James  P. 


Engineer  Firemen 

6-27-41 

6-27-41 

6- 28-41 

7- 14-41 
7-17-41 
7-19-41 
7-19-41 
7-19-41 
7-22-41 
7-22-41 
7-22-41 
7-26-41 
7-30-41 
7-31-41 
7-31-41 
7-31-41 

7- 31-41 

8-  2-41 
8-  4-41 
8-  5-41 
8-  5-41 
8-  5-41 
8-  6-41 
8-  6-41 
8-  6-41 
8-  6-41 
8-  6-41 
8-10-41 
8-18-41 

8- 30-41 

9-  6-41 
9-  8-41 
9-  8-41 
9-  R-4i 

9-  8-41 
9-  9-41 


SENIORITY  ROSTER 

ENGINEERS  AND  FIREMEN 


5th  and  6th  District,  Wyoming  Division 
(Continued) 


Engineer 

Nash,  Allan  L.  . 

Hamilton,  Edgar  . 

Landman,  Louis  . 

Walker,  John  G.  . 

Stanley,  George  L.  . 

Folkers,  Lyle  L.  . 

Larson,  Lawrence  L.  . . . 

Jones,  Ralph  B.  . 

Thomas,  Monte  B.  . 

Sundby,  Bertel  S . 

Connelly,  John  L.  . 

Snyder,  Harry  L.  . 

Koerting,  Vernon  B.  . 

Anderson,  Darrell  L.  . 

Mast,  Robert  S.  . 

McCune,  Montie  F.  . 

Martin,  Arthur  H.  . 

Scott,  Elzie  G.  . 

Labbo,  William  C. . 

Nelson,  Frederick  L . 

Edgerton,  Edward  T.  . 

Dolling,  Charles  S . 

Bidstrup,  Richard  J.  . 

Dodge,  Russell  J . 

Ewens,  Louis  L . 

Sanders,  Neal  C.  . 

Forbes,  Myrl  A.  . 

Johnson,  Carl  V.  . 

Beaman,  Samuel  W.  . 

Vetter,  Herbert  A . 

Elliott,  James  M . 

Puckett,  Joseph  W . 

Puckett,  Thomas  E . 

Eichler,  M.  D . 

Finnell,  Walter  M . 

Heckart,  Hurley  F . 

Staiger,  Oran  B . . .  i 


Fireman 

9-  9-41 
9-  9-41 
9-  9-41 
9-10-41 
9-11-41 
9-12-41 
9-14-41 
9-14-41 
9-15-41 
9-15-41 
9-15-41 
9-16-41 
9-17-41 
9-17-41 
9-17-41 
9-17-41 
9-17-41 
9-18-41 
9-18-41 
9-18-41 
9-18-41 
9-18-41 
9-19-41 
9-19-41 
9-20-41 
9-21-41 
9-21-41 
9-22-41 
9-23-41 
9-23-41 
9-24-41 
9-30-41 
10-  4-41 
10-  4-41 
10-  4-41 
10-  4-41 
10-  4-41 


YARD  ENGINEERS  AND  FIREMEN 
LARAMIE,  WYOMING 


Engineer 

Olsen,  Karl  .  7-26-13 

Morgan,  Joseph  F.  . .  4-19-17 

Dobbins,  George  . .  8-24-19 

Johnson,  Edward  C.  .  7-23-20 

Dotson,  Robert  J.  .  9-  1-20 

Margetts,  Harry  C.  .  10-24-22 

Walker,  Ralph  W.  .  10-24-22 

Viner,  Frank  L.  .  10-21-23 

Hodgell,  Carroll  D . 10-22-23 

Morgan,  Albert  . . .  8-  8-29 

Chase,  John  W.  .  8-11-29 

Henry,  Andrew  W.  .  10-25-29 

Shoefelt,  Roy  M .  9-  1-31 

Taylor,  William  C . . . .  11-21-34 

Watson,  John  P .  10-19-35 

Costin,  Frank  L.  .  10-19-35 

Dotson,  Jake  F.  .  10-19-36 

Mattix,  Cecil  B.  .  10-19-36 

Harris,  Leo  L.  . .  10-19-36 


Harrell,  Joseph  S . 

Freel,  Mirle  E . 

Smith,  John  L . 

Stratch,  Thoman  A.  . 

Thalken,  Joseph  H.  . 

Forsythe,  Clarence  L.  . . . 

HANNA,  WYOMING 


Winchell,  Ivan  .  7-22-20 

Richardson,  Orill  H.  .  3-24-24 


HOSTLERS 

LARAMIE,  WYOMING 

Anderson,  Kristian . 

Reid,  Melvin  J . 

Pluemer,  Henry  P.  . 

Harrell,  Dennis  R.  . 

McKimson,  Ercell  L.  . 

Caveny,  Lawrence  S . 

Stanley,  Howard  J.  . . 


Fireman 

12-  1-08 
9-15-14 

6- 25-17 
5-19-17 
8-31-20 

7-  3-20 

7-  6-20 

8-  6-20 

8- 23-20 

9- 17-22 
9-30-24 
9-  8-26 

8- 14-27 

9- 13-26 
8-27-27 

8- 27-27 

9-  8-27 
10-  4-27 

5-  3-29 

6-  2-29 

7-  2-29 
7-  3-29 
7-  6-29 
9-  6-29 

10-  7-37 


11-  1-15 
10-17-22 


9-  1-16 
4-17-17 

8- 13-18 

9- 11-24 
9-19-26 
9-13-41 

10-11-41 


TOTAL  FOR  YEAR 

i  •  ■’  » 

1st  Half — January  . 

2nd  Half — January  . 

1st  Half — February  . 

2nd  Half — February . 

1st  Half — March  . 

2nd  Half — March  . 

1st  Half— April  . . 

2nd  Half — April  . 

1st  Half — May  . 

2nd  Half — May  . 

1st  Half — June  . 

2nd  Half — June  •  •  •  - . 

1st  Half — July  . 

2nd  Half — July  . . . 

1st  Half — August  . 

2nd  Half — August  . 

1st  Half — September  . 

2nd  Half — September  . 

1st  Half — October  . 

2nd  Half — October  . 

1st  Half — November  . 

2nd  Half — November  . 

1st  Half — December . . . 

2nd  Half — December  . . 


TOTAL 


